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ST.  JOHN'S  MELKITE  CATHOLIC  CHURCH, 

formerly  the  home  of  Coca-Cola  magnate  Asa 
G.  Candler,  was  and  is  one  of  the  landmarks  of 
Atlanta  and  of  the  South.  Built  in  1916  at  a  cost 
of  $21 0,000  and  dedicated  as  St.  John's  in  1957, 
it  is  located  at  1428  Ponce  de  Leon  Avenue  N.E. 
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